LINEAGES OF WIVES IN LOOMIS GENERATIONS 


"The roots of the present lie deep in the past, and nothing in 
the past is dead to the man who would learn how the present came to 
be what it is."- Prof. W. Stubs 


GENERATION 1 - AGNES ? 
GENERATION 2 - MARY WHITE 
Robert White - Bridgette Allgar 


"Robert White, yoeman, born in England, probably at Messing, and 
there died, and buried June 17, 1617. He married June 24, 1585, 
Brydgette, bapt. at Shalford, and there born August 2, 1575."(See 
N.E.Hist. & Gen. Reg. June 1901) : 


"Robert White lived in Shalford most of the time from his marriare 
until a few months before his death. He was a rich man, for those times, 
He was friendly to the Non-Conformists. Shalford is two miles south of 
Weathersfield; here,(Shalford) were born his children and here baptised 
Third child, Nary baptised Aug. 24, 1590, married Joseph Loomis." 
(Loomis Genealogy p 104) 


“William Allgar of Shalford, Essex, England, name of wife not 
recorded. He died Aug. 2, 1575. D aughter Bridgette baptised in Shal- 
ford, Essex, England, March 11, 1562; married in Shalford, June 24, 
1584, Robert White. They lived in Shalford and Messing where he died 
June 17, 1617. Daughter Mary, married Joseph Loomis."(Ancestry of 
John Barber White p 239) 


GENERATIONS OF WHITE LINEAGE 


1. 
Robert White 
b probably at Messing, England 
d abt. 6-17-1617 " g 
m 6-24-1585, Shalford, England 
Brydgette Allgar 
b 3-11-1562 


2. 
Mary White 
bapt. 8-24-1590, Shalford, England 
d 8-23-1652, Windsor, Conn. 
m 6-30-1614 
Joseph Loomis 
b bef. 1590, England 
d 11-25-1658, Windsor, Conn. 


3. 
Nathaniel Léomis 
b ¥626, Essex, England 





